30.  CHRIST  CHURCH, 
ALEXANDRIA.  VA. 

Christ  Church,  Alexandria,  known  as 
Washinfirton's  Church  was  completed  Feb. 
27th  1773.  The  oriffinal  appearance  has 
been  preserved.  The  church  grave  yard 
contains  many  ancient  tomb  atones  ante- 
dating the  Revolution. 
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